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Tokul Creek 

Tucannon River 

various changes affecting numerous 
locations 


Willapa Bay 
Willapa River 
rockfish, canary 
salmon (see also under individual rivers 
above) 
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COUNCIL ON 
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HISTORIC PRESERVATION, ADVISORY COUNCIL ON 
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HORSE RACING COMMISSION 
Claiming 
cancellation of claims 
catastrophic injury during race to, and 
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euthanizing claimed horse, disputing official 
opinion PROP 18-03-051 
PERM 18-07-023 
Entries, starts, nominations, and scratches 
eligibility of horse 
order disqualifying horse, when under 
appeal PERM 18-03-072 
Equine medication program 

bicarbonate testing PERM 18-03-075 
hair testing PROP 18-03-045 
PERM 18-07-014 
inspections of horses, prerace PROP 18-03-048 
PROP 18-03-053 
PERM 18-07-019 
PERM 18-07-020 
NSAIDs, permitted threshold levels PROP 18-03-139 
PERM 18-07-015 
out of competition testing PROP 18-03-046 
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threshold levels, generally PROP 18-03-139 
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veterinarian practices PROP 18-03-050 
PERM 18-07-022 
veterinarians, reports by PROP 18-03-054 
PERM 18-07-021 
veterinarian’s list 
reciprocity procedure for policies PERM 18-03-076 
Licenses 
employees and duties 
grooms, as employees of licensed trainers PREP 18-03-065 
Mutuels 
pick (n) pools PERM 18-03-074 
Ownerships, trainers, and employees 
partnership disputes PERM 18-03-073 
trainers 
hair, as testing sample, collection of PROP 18-03-053 
PERM 18-07-019 
Penalties 
cobalt PROP 18-05-015 
PERM 18-09-060 
phenylbutazone PROP 18-05-015 
PERM 18-09-060 
references, incorrect, removing PROP 18-05-015 
PERM 18-09-060 
Race, paddock to finish 
riding crop, use of PROP 18-03-049 
PERM 18-07-017 
HOUSING FINANCE COMMISSION 
Public hearings, notices of 
housing finance plan, 2018-2019 MISC 18-04-038 
MISC 18-08-038 
HUMAN RIGHTS COMMISSION 
Meetings MISC 18-03-030 
MISC 18-04-039 
MISC 18-04-081 
MISC 18-06-066 


INDETERMINATE SENTENCE REVIEW BOARD 
(See CORRECTIONS, DEPARTMENT OF) 


INSTITUTE FOR PUBLIC POLICY, WASHINGTON STATE 
(See EVERGREEN STATE COLLEGE, THE) 


INSURANCE COMMISSIONER 
Health carriers and health plans 
individual and small group plans, nongrandfathered 


geographic rating areas, adjustments PROP 18-04-111 
PERM 18-07-053 

short-term medical plans PREP 18-06-052 
Rules coordinator MISC 18-04-100 


INTEROPERABILITY EXECUTIVE COMMITTEE, STATE 
(See CONSOLIDATED TECHNOLOGY SERVICES AGENCY) 


INVASIVE SPECIES COUNCIL 
(See RECREATION AND CONSERVATION OFFICE) 


INVESTMENT BOARD 
Meetings MISC 18-02-039 
JUDICIAL CONDUCT, COMMISSION ON 
Meetings MISC 18-01-112 
LABOR AND INDUSTRIES, DEPARTMENT OF 
Agenda MISC 18-04-047 
Asbestos removal and encapsulation 
various possible changes PREP 18-02-072 
Bloodborne pathogens, occupational exposure to 
various changes PERM 18-04-096 
Boiler rules, board of 
fees PERM 18-01-113 
substantive rules, various PERM 18-01-113 
Charter boats, safety standards for 
various miscellaneous changes PERM 18-04-096 
Confined spaces, safety standards for PERM 18-02-071 
Construction work, safety standards for 
cranes 
reporting, decertification, and reactivation PREP 18-07-091 
Crime victims’ compensation program 
fees, maximum allowable EXPE 18-03-161 
motor vehicle crime EXPE 18-03-161 
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Electrical board 


meetings MISC 18-08-009 
Electrical safety standards, administration, and installation 
scope of work 
residential and signs electrician specialties PERM 18-03-158 
special occupancies 
marinas, boatguards, and docking facilities PREP 18-04-097 
PROP 18-08-074 
Explosives, possession, handling, and use of 
various possible changes PREP 18-03-162 


Healthcare innovation and evaluation (ACHIEV), advisory committee on 


meetings MISC 18-03-120 
Industrial insurance 
pension discount rate PROP 18-01-114 
PERM 18-05-081 
Interpretive and policy statements 
nonagricultural workers eighteen and over, meal 
and rest periods MISC 18-01-051 
resolution and settlement authority MISC 18-05-038 
smoking cessation products, payment for 
spinal fusion candidates, for MISC 18-05-038 
surgical candidates, for MISC 18-05-038 
Longshore, stevedore, and waterfront related 
operations PERM 18-03-159 
Medical aid rules 
anesthesia services PREP 18-01-115 
PROP 18-04-098 
conversion factors for reimbursement rates PREP 18-01-115 
PROP 18-04-098 
hearing aids, replacement or repair PREP 18-04-102 
occupational therapy services PREP 18-01-115 
PROP 18-04-098 
physical therapy services PREP 18-01-115 
PROP 18-04-098 
Minimum wage 
Initiative 1433, implementation, including paid 
sick leave PERM 18-01-111 
wage, overtime, and sick leave exemptions PREP 18-07-092 
Plumbers, advisory board of 
meetings MISC 18-09-079 
Prevailing wage 
publication of rate MISC 18-03-119 
Public records PROP 18-05-084 
Safety and health standards, general 
various miscellaneous changes PERM 18-03-159 
Sawmills and woodworking operations, safety standards for 
various miscellaneous changes PERM 18-04-096 
Ship repairing, shipbuilding, and shipbreaking 
various miscellaneous changes PERM 18-04-096 
Silica, respirable crystalline PERM 18-07-098 
Ski area facilities and operations, safety standards for 
various miscellaneous changes PERM 18-04-096 
Workers’ compensation 
classifications 
general classification system PREP 18-03-160 
PROP 18-07-090 
reclassifications 
stores, various PERM 18-05-080 
generally PREP 18-03-160 
PROP 18-07-090 
self-insurance rules and regulations 
various possible changes PREP 18-09-075 
LAKE WASHINGTON INSTITUTE OF TECHNOLOGY 
First amendment activities PROP 18-01-074 
PERM 18-04-101 
Meetings MISC 18-08-010 
Public records PROP 18-01-074 
PERM 18-04-101 


LAND SURVEYORS 
(See LICENSING, DEPARTMENT OF) 


LANDSCAPE ARCHITECTS, BOARD OF LICENSURE FOR 
(See LICENSING, DEPARTMENT OF) 


LICENSING, DEPARTMENT OF 


Agenda MISC 18-04-034 
Architects, state board for 
meetings MISC 18-01-039 
MISC 18-03-016 
Index 


Cemetery board 
abandoned cemeteries 
burials PREP 
records, documents, and endowment 
care funds PREP 
Collection agency board 
meetings MISC 
MISC 
Driver training schools PREP 
PREP 
Drivers and drivers’ licenses 
hearings, rules of procedure PREP 
PROP 
licenses and identicards, nonenhanced 
marking requirements PROP 
PROP 
place of birth, removing requirement EMER 
PREP 
PROP 
Engineers and land surveyors, professional 
board of registration 
meetings MISC 
MISC 
licensing 
professional engineers 
out-of-state applicant initial licensure PROP 
structural engineers PROP 
various changes PROP 
signatures, including electronic PREP 


wastewater treatment systems, on-site, designers of 


signatures and stamps PREP 
Funeral and cemetery board 
meetings MISC 
MISC 
Geologist licensing board 
meetings MISC 
MISC 
Home inspector board 
meetings MISC 
Home inspectors 
disclosures by inspectors PROP 
Identicards 
nonenhanced, marking requirements for PROP 
PROP 


Land surveyors (see "Engineers and land surveyors, professional" above) 


Landscape architects 
board of licensure for 


meetings MISC 
MISC 
Licensing, generally 
military 
spouses, expedited licensing of PREP 
transfers, inactive license status for PREP 
Notaries public PROP 
Real estate 
brokers 
application for first license 
fingerprint background checks PERM 
managing broker examinations PERM 
meetings 
real estate commission MISC 
MISC 
MISC 
LIEUTENANT GOVERNOR, OFFICE OF THE 
Public records PREP 
LIFE SCIENCES DISCOVERY FUND 
Meetings MISC 
LIQUOR AND CANNABIS BOARD 
Agenda MISC 
Beer brewers, microbreweries, distributors, importers, etc. 
sampling 
farmer’s market, at PERM 
various changes PERM 
PREP 


Licensing and licensees, liquor, including retail, permits, and endorsements 


age, acceptable identification to verify 
NEXUS card and passport card PROP 


PERM 
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18-03-016 


18-01-039 
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consumer orders, internet sales and 


delivery PERM 
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pickup PREP 
brewery and microbrewery retail licenses PERM 
combination spirits, beer, and wine license PROP 
PERM 
distillery and craft distillery licenses PERM 
PROP 
PERM 
endorsements 
caterer’s endorsement PROP 
PERM 
wine retailer reseller endorsement PROP 
PERM 
on-premises liquor licensees 
self-dispensing wine machines PROP 
PROP 
self-service beer taps PROP 
PROP 
permits and special permits 
wine auction permit, nonprofit PROP 
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restaurant licenses 
spirits, beer, and wine 
food service requirements PREP 
PROP 
spirits distributors 
license fees PREP 
spirits retailer license 
mini spirit bottles for sale in retailer’s 
premises PREP 
PROP 
private label spirits PROP 
PERM 
tavern license 
caterer’s endorsement PROP 
PERM 
various additional changes PERM 
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manufacturers 
ancillary activities violations PREP 
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beer 
microbreweries PERM 
spirits PERM 
wine PERM 
wine distributor’s or importer’s license PERM 
winery license, domestic PERM 
Marijuana licenses and requirements 
advertising PERM 
cannabidiol products, as additive, testing 
requirements PREP 
cannabis retail license title certificates PREP 
canopy rules for cannabis production PREP 
fees for licenses, annual PREP 
packaging and labeling of marijuana 
products PROP 
retail license forfeiture PROP 
PROP 
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farmer’s market, at PERM 
various changes PERM 
PREP 
LOCAL RECORDS COMMITTEE 
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18-04-116 


18-03-186 
18-06-108 
18-03-186 
18-06-108 


18-01-056 
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18-02-006 


18-08-089 
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LOTTERY, WASHINGTON STATE 
Lottery commission 


meetings MISC 18-08-022 
Odds, publication of PREP 18-07-109 
Prize claiming and payment options 

jackpot PREP 18-07-109 

Lotto PREP 18-07-109 
Various additional changes PREP 18-07-109 


LOWER COLUMBIA COLLEGE 
Facilities of college, use of 


first amendment activities, for PREP 18-05-043 
other than first amendment activities, for PREP 18-05-043 
Public records PREP 18-03-017 


PROP 18-07-082 


MEDICAL QUALITY ASSURANCE COMMISSION 
(See HEALTH, DEPARTMENT OF) 


MENTAL HEALTH COUNSELORS, MARRIAGE AND FAMILY 
THERAPISTS, AND SOCIAL WORKERS ADVISORY 
COMMITTEE 

(See HEALTH, DEPARTMENT OF) 


MIDWIFERY ADVISORY COMMITTEE 
(See HEALTH, DEPARTMENT OF) 


MILITARY DEPARTMENT 
Agenda MISC 18-04-061 


MINORITY AND WOMEN’S BUSINESS ENTERPRISES, OFFICE 
OF 
Certification of business enterprises 


unnecessary requirements and restrictions PREP 18-07-094 
Public records PERM 18-03-064 
MINT COMMISSION 


(See AGRICULTURE, DEPARTMENT OF) 
NATURAL RESOURCES, DEPARTMENT OF 


Agenda MISC 18-04-052 
Geographic names, committee on 

names adopted MISC 18-01-085 
Public records PERM 18-03-001 


NATUROPATHY, BOARD OF 
(See HEALTH, DEPARTMENT OF) 


NOXIOUS WEED CONTROL BOARD 
(See AGRICULTURE, DEPARTMENT OF) 


NURSING CARE QUALITY ASSURANCE COMMISSION 
(See HEALTH, DEPARTMENT OF) 


NURSING HOME ADMINISTRATORS, BOARD OF 
(See HEALTH, DEPARTMENT OF) 


OCCUPATIONAL THERAPY PRACTICE BOARD 
(See HEALTH, DEPARTMENT OF) 


OILSEEDS COMMISSION 
(See AGRICULTURE, DEPARTMENT OF) 

OLYMPIC COLLEGE 
Animals on campus PREP 18-07-110 
Meetings MISC 18-03-108 
Public records PROP 18-06-089 


OLYMPIC REGION CLEAN AIR AGENCY 
Meetings MISC 18-02-040 
MISC 18-05-004 


OPIOID PRESCRIBING GUIDELINE IMPLEMENTATION 
WORKGROUP 
(See BREE COLLABORATIVE) 


OPTOMETRY, BOARD OF 
(See HEALTH, DEPARTMENT OF) 


ORTHOTICS AND PROSTHETICS ADVISORY COMMITTEE 
(See HEALTH, DEPARTMENT OF) 


OSTEOPATHIC MEDICINE AND SURGERY, BOARD OF 
(See HEALTH, DEPARTMENT OF) 


PAID FAMILY AND MEDICAL LEAVE ADVISORY COMMITTEE 
(See EMPLOYMENT SECURITY DEPARTMENT) 


PARAEDUCATOR BOARD 
Authority of board 

policy and roles PREP 18-03-088 
PREP 18-07-004 
PREP 18-07-005 
PREP 18-08-006 

Paraeducators 
career ladder rules PREP 18-03-093 
PREP 18-07-004 

certification 
advanced paraeducator certificate PREP 18-08-005 
English language learner certificate PREP 18-08-001 
pilot of requirements PREP 18-03-092 
requirements PREP 18-03-091 
special education certificate requirements PREP 18-07-005 
course of study, fundamental PREP 18-03-089 
pilot program PREP 18-03-092 
PREP 18-08-006 
standards of practice PREP 18-03-088 


PREP 18-03-089 
PREP 18-03-090 
PREP 18-04-058 


PARKS AND RECREATION COMMISSION 


Agenda MISC 18-03-128 
Conveyances, recreational, standards for PREP 18-07-103 
Public records PREP 18-08-073 


PHARMACY AND THERAPEUTICS COMMITTEE 
(See HEALTH CARE AUTHORITY) 


PHARMACY QUALITY ASSURANCE COMMISSION 
(See HEALTH, DEPARTMENT OF) 


PHYSICAL THERAPY, BOARD OF 
(See HEALTH, DEPARTMENT OF) 


PILOTAGE COMMISSIONERS, BOARD OF 


Agenda MISC 18-01-025 
Pilotage rules 

pilot applicants, qualifications for PREP 18-07-075 
Public records officer MISC 18-06-039 


PLUMBERS, ADVISORY BOARD OF 
(See LABOR AND INDUSTRIES, DEPARTMENT OF) 


PODIATRIC MEDICAL BOARD 
(See HEALTH, DEPARTMENT OF) 


POLLUTION LIABILITY INSURANCE AGENCY 
Underground storage tank community assistance program 
repealing chapter PERM 18-04-108 


PROFESSIONAL EDUCATOR STANDARDS BOARD 
(See EDUCATOR STANDARDS BOARD, PROFESSIONAL) 


PROFESSIONAL ENGINEERS AND LAND SURVEYORS, BOARD 
OF REGISTRATION FOR 
(See LICENSING, DEPARTMENT OF) 


PSYCHOLOGY, EXAMINING BOARD OF 
(See HEALTH, DEPARTMENT OF) 


PUBLIC DEFENSE, OFFICE OF 
Meetings MISC 18-03-019 


PUBLIC DISCLOSURE COMMISSION 
Contributions, disclosure of 
candidates, books of account, public 


inspection of PREP 18-02-047 
political committees, books of account, public 
inspection of PREP 18-02-047 
Enforcement 
violations and penalties 
T-1 reports, failure to file timely PREP 18-01-086 
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Fair campaign practices code 


complaints 
cross-references, correcting PERM 18-08-062 
Meetings MISC 18-01-029 
Public records EMER 18-01-082 


PERM 18-04-106 


PUBLIC EMPLOYEES BENEFITS BOARD (PEBB) 
(See HEALTH CARE AUTHORITY) 


PUBLIC EMPLOYMENT RELATIONS COMMISSION 
Meetings MISC 18-07-055 
MISC 18-09-097 


PUBLIC INSTRUCTION, SUPERINTENDENT OF 
Background checks by school districts 


ees for checks PERM 18-03-070 
public and private schools PERM 18-03-070 
volunteers PERM 18-03-070 

Dropout reengagement programs PREP 18-07-115 
Finance 


general apportionment 
alternative learning experiences 


full-day kindergarten requirements EMER 18-03-007 
PROP 18-06-105 

state forest payments PROP 18-06-106 
vocational indirect cost limit EMER 18-03-110 


PERM 18-03-116 
high poverty school funding and K-3 class 


size PREP 18-05-095 
PREP 18-06-042 

withdrawals PREP 18-06-040 
learning assistance program apportionment PERM 18-02-082 


PREP 18-05-095 
PREP 18-06-042 


withdrawals PREP 18-06-040 
national board certification, salary bonus for PREP 18-07-116 
Highly capable students program EMER 18-02-033 
PERM 18-03-012 

Learning assistance program EMER 18-02-034 


PERM 18-02-082 
PREP 18-05-095 
PREP 18-06-042 


withdrawals PREP 18-06-040 
Public hearings 

school district accounting manual MISC 18-07-117 
Public records EMER 18-07-084 
Special education 

prescriptions, requiring, prohibitions PERM 18-03-063 


Special service programs 
private school students and teachers, equitable services for 
citizen complaint procedure EMER 18-02-031 
PERM 18-02-083 


Students 
absence, excused and unexcused, statewide 
definition of EMER 18-02-032 
PROP 18-06-104 
EMER 18-09-094 
withdrawals PROP 18-06-086 
discipline, comprehensive provisions PROP 18-05-099 
PROP 18-07-028 
homeless, dependent, or at-risk PREP 18-03-112 
Transitional bilingual program EMER 18-02-034 
Transportation 
buses 
specifications PROP 18-06-107 
PERM 18-09-092 
operation rules PREP 18-09-095 


PUBLIC POLICY, WASHINGTON STATE INSTITUTE FOR 
(See EVERGREEN STATE COLLEGE, THE) 


PUBLIC RECORDS OFFICERS 
(See Issue 18-01 for complete list designated as of 12/20/17) 


Consolidated technology services agency MISC 18-04-019 
Economic development finance authority MISC 18-07-058 
Education ombuds, governor’s office of the MISC 18-03-024 
Hispanic affairs, commission on MISC 18-07-047 
Pilotage commissioners, board of MISC 18-06-039 
Retirement systems, department of MISC 18-08-067 


MISC 18-09-011 


Index 


School directors’ association, 


Washington state MISC 
Shoreline Community College MISC 
Treasurer, office of the state MISC 

PUBLIC WORKS BOARD 


(See COMMERCE, DEPARTMENT OF) 
PUGET SOUND PARTNERSHIP 


Meetings 
ecosystem coordination board MISC 
leadership council MISC 
salmon recovery council MISC 
science panel MISC 


PUGET SOUND SALMON COMMISSION 
(See AGRICULTURE, DEPARTMENT OF) 


PULSE CROPS COMMISSION 
(See AGRICULTURE, DEPARTMENT OF) 


REAL ESTATE COMMISSION 
(See LICENSING, DEPARTMENT OF) 


RECORDS 


18-03-066 
18-06-035 
18-02-016 


18-03-025 
18-03-025 
18-03-025 
18-03-025 


(See LOCAL RECORDS COMMITTEE; SECRETARY OF STATE; 


STATE RECORDS COMMITTEE) 


RECREATION AND CONSERVATION FUNDING BOARD 


(See RECREATION AND CONSERVATION OFFICE ) 


RECREATION AND CONSERVATION OFFICE 
Habitat and recreation lands coordinating group 


meetings MISC 18-02-010 
Invasive species council 
meetings MISC 18-02-009 
MISC 18-07-031 
Recreation and conservation funding board 
agenda MISC 18-02-027 
meetings MISC 18-02-007 
MISC 18-07-032 
public records PROP 18-01-102 
PERM 18-05-016 
Rules coordinator MISC 18-03-100 
Salmon recovery funding board 
agenda MISC 18-02-027 
meetings MISC 18-02-008 
MISC 18-05-033 
RED RASPBERRY COMMISSION 
(See AGRICULTURE, DEPARTMENT OF 
REENTRY COUNCIL, STATEWIDE 
(See STATEWIDE REENTRY COUNCIL) 
REHABILITATION COUNCIL, WASHINGTON STATE 
Meetings MISC 18-01-026 
MISC 18-04-012 
REHABILITATION COUNCIL FOR THE BLIND, STATE 
Meetings MISC 18-01-068 
MISC 18-01-069 
MISC 18-01-070 
MISC 18-01-071 
RENTON TECHNICAL COLLEGE 
Meetings MISC 18-02-013 
MISC 18-03-113 
RETIREMENT SYSTEMS, DEPARTMENT OF 
Multiple plans and systems 
interest, regular, awarding and crediting 
plan 1 and plan 2 accounts PROP 18-03-183 
PROP 18-05-097 
PERM 18-07-063 
Public employees’? retirement system (PERS) 
early retirement-eligible, membership in another 
system when PROP 18-05-098 
PERM 18-08-040 
Public records officer MISC 18-08-067 
MISC 18-09-011 
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Public safety employees’ retirement system (PSERS) 
early retirement-eligible, membership in another 


system when PROP 
PERM 
School employees’ retirement system (SERS) 
early retirement-eligible, membership in another 
system when PROP 
PERM 
Service credit 
purchasing additional PERM 
Teachers’ retirement system (TRS) 
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